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Experiment made from Grazed woods, soil loss 1,597.0 pounds, run-off 4.41 percent 

May 26 to October 30, 1935, Open pasture, soil loss 603.3 pounds, run-off 1.62 percent 

on steep, comparable slopes. | Ungrazed woods, soil loss 7. 1 pounds, run-off 0.08 percent 

Rainfall 24.18 inches. 
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